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Jeanette  Hume  and  John  Gillespie  were  the  parents  of 
eight  children--one  of  whom  is  Margaret  Gillespie  Locke's 
mother,  Jeanette  Gillespie. 

The  order  in  which  the  eight  children  were  born  is  not 
(as  of  May  1978)  known.  The  birth  dates  of  only  two 
of  the  children  are  known:  Jeanette  was  born  in  1799 
and  Joseph  was  born  in  1811--which  means  that  the 
order  in  which  the  eight  children  are  listed  in  the 
biographical  sketch  of  William  Thompson  Gillespie  (one 
of  the  sons  of  John  Gillespie,  one  of  the  eight  children 
of  Jeanette  Hume  and  John  Gillespie)  that  is  given  on 
pages  471-472  of  the  1900  edition  of  Commemorative 
Biographical  Record  of  Northeastern  Pennsylvania  is 
incorrect  [in  that  listing  Joseph  is  given  before 
Jeanette;  in  establishing  that  listing  the  writer  or 
the  informant  in  question  groups  the  eight  children 
by  gender — the  five  male  children  being  listed  before 
the  three  female  children] . 

We  are  not  prepared,  at  this  point,  to  state  the 
correct  order  of  the  birth  of  the  eight  children  of 
Jeanette  Hume  and  John  Gillespie.  The  following 
order  (largely  a  guess)  will  be  followed  in 
the  present  work: 
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Thomas  Gillespie. — f  £ 


William  Gillespie 
James  Gillespie 
Jane  Gillespie 


Jeanette  Gillespie  —  AJU-*  /  7  9  -  ^ 


John  Gillespie 

7.  Joseph  Gillespie  —  /]^Ju  /<f  / /  JL^JL 

8.  Margaret  Gillespie  . 
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